NASSAU  PRESS  LONDON 


vjUlAjt 


IRo^al  X^ceunt  theatre 

LESSEE  .  HENRY  IRVING 
UNDER  THE  MANAGEMENT  OF 

Mr.  Forbes  Robertson  and  Mr.  Frederick  Harrison 


First  Performance  To-Night,  Wednesday,  June  3rd,  1896. 


TO-NIGHT,  at  8.15  o’clock,  The  First  Performance  of 

MAGDA 

A  Play  in  Four  Acts,  by  Hermann  Sudermann,  faithfully  translated  from  the  Original,  by 

Louis  N.  Parker. 


Leopold  Schwartze  {  uJenati -Colonel)  1 

Magda  j  ( 

1  (his  Daughters  by  his  first  Wife)  - 
Marie  j  i 

Augusta  ...  (his  second  Wife) 

Franziska  von  Wendlowski  (her  Sister) 

Lieut.  Max  von  Wendlowski  (their  Nephew) 

Heffterdingk  ...  (Pastor  of  St.  Mary's) 

Dr.  von  Keller  (Government  Counsellor) 

Professor  Beckmann  (a  retired  Schoolmaster) 

von  Klebs  (a  retired  Major-General) 

Frau  von  Klebs  ...  (his  Wife) 

(  Wife  of  the  local  County-  ] 

Frau  von  Ellnch  j  CmA  JuJge)  \ 

Frau  Schumann 

Theresa  ...  (Servant  at  Schwartze' s) ... 


Mr.  James  Fernandez 
Mrs.  Patrick  Campbell 
Miss  Sarah  Brooke 
Mrs.  E.  H.  Brooke 
Miss  Alice  Mansfield 
Mr.  Frank  Gillmore 
Mr.  Forbes  Robertson 
Mr.  Scott  Buist 
Mr.  Murray  Hathorn 
Mr.  J.  Fisher  White 
Miss  Bessie  Page 
Miss  Abbott  Fuller 

Miss  De  Burgh 

Miss  Marianne  Caldwell 


Scene:  THE  LIVING  ROOM  IN  THE  HOUSE  OF  COLONEL  SCHWARTZE, 
IN  A  PROVINCIAL  TOWN  IN  GERMANY. — Hawes  Craven. 


Period  :  The  Present. 


All  Applications  regarding  Property  should  be  made  to  the  Acting  Manager. 
Anyone  finding  Property  lost  will  kindly  leave  it  with  the  Acting  Manager  so 
that  it  can  be  restored  to  the  rightful  owner 


The  Orchestra,  under  the  direction  of  Mr.  CARL  ARMBRUSTER,  will  play  the  following  Selection  of  Music 


1.  Overture 

"Prometheus" 

.. 

Beethoven 

2.  Menuetto 

. .  (Symphony  in  E  flat)  . . 

•  • 

.. 

Mozart 

3.  Andante 

. .  (Surprise  Symphony)  . . 

•  • 

. . 

Hadyn 

4.  Allegretto  and  Finale 

. .  (Symphony  in  C) 

. . 

. . 

Beethoven 

INTERVALS. 

After  Act 

I. 

... 

5 

minutes. 

After  Act 

II. 

...  . 

10 

minutes. 

After  Act 

III. 

... 

6 

minutes. 

Mrs.  Patrick  Campbell’s  Dresses  have  been  carried  out  by  Mrs.  Mason,  of  4,  New  Burlington  Street. 


MATINEE  of  “MAGDA,”  SATURDAY,  June  13,  at  2,30. 

(No  Evening  Performance  on  this  date.) 


Assistant  Business  Manager  .. 
Stage  Manager 
Assistant  Stage  Manager 


Mr.  Horace  Watson 
Mr.  Ian  Robertson 
Mr.  George  Riddell 


No  fees  of  any  kind  are  permitted,  and  the  management  trust  that  in  their  endeavours  to  carry  out 
this  arrangement  they  may  rely  on  the  co-operation  of  the  Public,  who  are  requested,  should  there  be  any 
cause  of  complaint,  to  refer  at  once  to  the  Acting  Manager. 


The  Bill  of  the  Play  is  in  every  part  of  the  House  supplied  without  charge. 


Opera  Glasses  can  be  had  on  Hire  from  the  Cloak  Room  Attendants,  One  Shilling  each. 

The  Electric  Light  supplied  by  the  Charing  Cross  and  Strand  Electricity  Supply  Corporation,  Limited. 

Doors  open  at  7.45.  Commence  at  8.15. 


CO 


Box  Office  open  10  to  5,  under  the  direction  of  Mr.  JOSEPH  HURST. 

Private  Boxes,  £2  2s.  and  £4  4s.;  Stalls,  10s.  6d. ;  Dress  Circle,  7s.;  Upper  Circle,  4s. 
Amphitheatre,  2s.  6d. ;  Pit,  2s.  6d. ;  Gallery,  Is. 


NO  FEES  OF  ANY  KIND. 


